To: McKean, Deborahpmckean. deborah@epa.gov]; Wall, Dan[wall. dan@epa.gov]; OBrien, 

Wendy[OBrien. Wendy@epa.gov]; Keteles, KristenfKeteles. Kristen@epa.gov] 

Cc: Charters, David[Charters. DavidW@epa.gov]; Sprenger, Mark[Sprenger. Mark@epa.gov]; 

Valdes, Dennisses[Valdes. Dennisses@epa.gov] 

From: Greenberg, Marc 

Sent: Mon 8/1 0/2015 2:54:57 PM 

Subject: RE: Need your help with Animus 

SGG2000.pdf 

Hi All, 

I just spoke with Deb and recommend that you use the attached consensus-based sediment quality 
guidelines for freshwater as screening values. 

Be safe out there! 

Marc 


Marc S. Greenberg, Ph.D. 

Deputy Branch Chief 

U.S. EPA - Environmental Response Team 
OSWER/OSRTI/TIFSD/ERT 

2890 Woodbridge Ave., Bldg. 205 
Edison, NJ 08837 
+ 732 452 6413 (office) 

+ 609-865-3924 (mobile) 
greenberg.marc@epa.gov 


— Original Message — 

From: McKean, Deborah 

Sent: Monday, August 10, 2015 10:29 AM 

To: Greenberg, Marc 

Cc: OBrien, Wendy 

Subject: Need your help with Animus 

Need help with defining screening levels for Eco sediment 

..Call roe 

Personal Phone/Ex. 6 i 


Sent from my iPhone 


1804383 
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